
SPIRAL INSTALLATION 


LET | DATE | BY | REV 

DNEN9DNS N INCHES 
UNLESS NOTED 

TOLERANCES UNLESS NOTED: 

C.E. SHEPHERD Co. Inc. 

2221 CANADA DRY ST. HOUSTON, TEXAS 77023 

FKACnDNAL , /g4 

JLS 

01-13-03 


DECIMAL .XX .03 
-l- OR - .XXX .005 

.XX XX .00115 

ANGULAR +/- 1/2* 

RLE 


DATA ElflXKD PROPRETARY MFORMATON 

H\t\\ IS CDNFPEN1AL PROIW 

5H. 1 OF 1 

SPIRAL INSTALLATION - TYPICAL 

:L NOTEO A 031303-1 




























